MIDVAAL  LOCAL  MUNICIPALITY 


ITEM 

DESCRIPTION 

2016/2017 

2017/2018 

PERCENTAGE 

Tarrifs  for  Protection  Services-(  Fire)  for  2017/2018 

INCREASE  % 

THE  TARIFFS  LISTED  BELOW  ARE  VALID  FROM  1 JULY  2017 


1 

EXTINGUISHING  OF  FIRES  (As  listed  below) 

A 

Call  out  fee  per  incident 

1 

Industrial  Fire  (Fligh  Risk) 

2 095 

R 2 242 

7.00 

2 

Industrial  Fire  (Low  Risk) 

1 046 

R 1 119 

7.00 

3 

Residential 

524 

R561 

7.00 

4 

Institutions 

524 

R561 

7.00 

5 

Public  Assembly 

524 

R561 

7.00 

6 

Commercial 

524 

R561 

7.00 

7 

Storage 

524 

R561 

7.00 

8 

Shack  or  Informal  housing 

105 

R 112 

7.00 

9 

Heavy  Motor  Vehicle  Fire 

524 

R561 

7.00 

10 

Motor  vehicle,  motor  bike,  trailer  with  content 

211 

R226 

7.00 

11 

Train 

987 

R 1 056 

7.00 

12 

Lamp  or  electrical  poles 

211 

R226 

7.00 

13 

Transformers 

524 

R561 

7.00 

14 

Tyres  or  Stacks  of  tyres 

2 095 

R 2 242 

7.00 

15 

Water  used  per  Kilo  litre 

21 

R22 

7.00 

15 

Where  damping  down  is  nessesary 

419 

R448 

7.00 

B 

Personnel 

1 

Per  Senior  Officer(DIV  OFF  & ABOVE) 

184 

R 197 

7.00 

2 

Per  Officer 

141 

R 151 

7.00 

3 

Per  Senior  Fireman 

113 

R 121 

7.00 

4 

Per  Junior  Fireman 

80 

R86 

7.00 

(Times  above  to  be  calculated  from  the  time  that  the  personnel  left  the 
station  until  the  fire  has  been  reported  as  extinguised) 

C 

Fire  Vehicles  - Per  Vehicle 

1 054 

R 1 128 

7.00 

Fire  Vehicles  to  be  calculated  per  hour  or  part  there  off  from  the  time 
the  vehicle  has  been  dispatch  until  the  fire  has  been  reported  as 
extinguised 

D 

Material  used-  Foam  per  liter 

Real  cost  of  the  fire  extinguishing  material  used  Silvex 

93 

R 100 

7.00 

including  VAT  and  as  certified  by  the  Chief  Fire  Hi-Exp 

75 

R80 

7.00 

Officer  plus  20%  Flame  Block 

54 

R58 

7.00 

2 

GRASS-.  BUSH-  AND  RUBBISH  FIRES 

A 

Call  out  fee  - Calculate  the  flat  rate 

1 

Grass  fires  - Flat  rate  (Sedibeng)  per  call 

1470 

R 1 573 

7.00 

2 

Rubbish  fires-  Flat  rate(Sedibeng)  Per  call 

1470 

R 1 573 

7.00 

3 

Grass  fires  - Flat  rate  (residential)  per  call  - account  sent  to  owner 

1470 

R 1 573 

7.00 

5 

Rubbish  fires-  Flat  rate(Residential)  Per  call-  Account  sent  to  owner 

1470 

R 1 573 

7.00 

7 

Bales  of  feed  or  Hey  stacks 

2095 

R 2 242 

7.00 

8 

Where  dumping  down  is  nessesary 

419 

R448 

7.00 

3 

HAZARDOUS  MATERIAL  INCIDENTS 

OIL  SPILLAGES  ECT 

A 

Call  out  fee 

2095 

R 2 242 

7.00 

B 

Personnel 

1 

Per  Senior  Officer 

184 

R 197 

7.00 

2 

Per  Officer 

141 

R 151 

7.00 

3 

Per  Senior  Fireman 

113 

R 121 

7.00 

4 

Per  Junior  Fireman 

80 

R86 

7.00 

C 

Vehicles  - Per  Vehicle 

1054 

R 1 128 

7.00 

Fire  Vehicles  to  be  calculated  per  hour  or  part  there  off  from  the  time 
the  vehicle  has  been  dispatch  until  the  service  is  reported  to  be 
completed 

ITEM 

DESCRIPTION 

2016/2017 

2017/2018 

PERCENTAGE 

Tarrifs  for  Protection  Services-(  Fire)  for  2017/2018 

INCREASE  % 

1 

Per  kilometer  (Traveled  to  and  from  the  incident  per 

5 

R5 

7.00 

utility  vehicle)  (AA  Tarifs) 

2 

Per  portable  pump  (Real  working  time  of  pump  per  hour) 

105 

R 112 

7.00 

3 

Per  Fire  hose  (Per  hour  or  part  thereof) 

22 

R24 

7.00 

4 

Per  ladder  used  per  call 

105 

R 112 

7.00 

4 

PROTECTION  SERVICES  (STANDBY  SERVICES) 

Where  the  presence  of  the  Fire  department  is  compuisary  with  Fire 
Vehicle  and  crew  the  company  responsible  for  the  situation  will  be 
liable  for  the  account 

A 

Call  out  fee 

1054 

R 1 128 

7.00 

B 

Personnel 

1 

Per  Senior  Officer 

184 

R 197 

7.00 

2 

Per  Officer 

141 

R 151 

7.00 

3 

Per  Senior  Fireman 

113 

R 121 

7.00 

4 

Per  Junior  Fireman 

80 

R86 

7.00 

C 

Vehicles  - Per  Vehicle 

1054 

R 1 128 

7.00 

Fire  Vehicles  to  be  calculated  per  hour  or  part  there  off  from  the  time 
the  vehicle  has  been  dispatch  until  the  service  is  reported  to  be 
completed 

1 

Per  kilometer  (Traveled  to  and  from  the  incident  per 

5 

R5 

7.00 

utility  vehicle)  (AA  tarifs) 

2 

Per  portable  pump  (Real  working  time  of  pump  per  hour) 

105 

R 112 

7.00 

3 

Per  Fire  hose  (Per  hour  or  part  thereof) 

22 

R24 

7.00 

4 

Per  ladder  used  per  call 

105 

R 112 

7.00 

5 

FILLING  OF  SWIMMING  POOLS  AND  WATER  TANKS 

1 

Plate  rate  of: 

1605 

R 1 717 

7.00 

2 

Swimming  Pools 

1605 

R 1 717 

7.00 

3 

Water  tanks  drinking  water  less  than  6kl  charge  per  kl 

21 

R22 

7.00 

4 

Water  tanks  drinking  water  more  than  6kl  charge  per  flate  rate 

1605 

R 1 717 

7.00 

5 

Water  per  Kilo  Litre 

21 

R22 

7.00 

6 

Assistng  FPA  in  Combating  Fires 

1 

Reserviours,Dams,  rivers  Ect  realating  to  assist  in  grass  fire 
combatting  no  charge  for  the  FPA 

0 

0 

7 

OTHER  SERVICES 

A 

Pumping  of  water  from  property: 

1 

1)  Light  pump  with  a capacity  of  up  to  1 125  1/min, 

790 

R845 

7.00 

per  hour  or  part  thereof 

2 

2)  Medium  pump  with  a capacity  of  up  to  2250  1/min, 

1054 

R 1 128 

7.00 

per  hour  or  part  thereof 

3 

3)  Fleavy  pump  with  a capacity  of  up  to  4500  1/min, 

1054 

R 1 128 

7.00 

per  hour  or  part  thereof 

4 

Per  Officer 

141 

R 151 

7.00 

5 

Per  Senior  Fireman 

113 

R 121 

7.00 

6 

Per  Junior  Fireman 

80 

R86 

7.00 

B 

Using  Compressor  per  hour  or  part  thereof 

116 

R 124 

7.00 

1 

Per  Officer 

141 

R 151 

7.00 

2 

Per  Senior  Fireman 

113 

R 121 

7.00 

3 

Per  Junior  Fireman 

80 

R86 

7.00 

8 

Any  other  duty  not  mentioned  under  item  6 

ITEM 

DESCRIPTION 

2016/2017 

2017/2018 

PERCENTAGE 

Tarrifs  for  Protection  Services-(  Fire)  for  2017/2018 

INCREASE  % 

A 

Call  out  Fee 

211 

R226 

7.00 

B 

Personnel 

Per  Officer 

141 

R 151 

7.00 

Per  Senior  Fireman 

113 

R 121 

7.00 

Per  Junior  Fireman 

80 

R86 

7.00 

c 

Vehicles  - Per  Vehicle 

790 

R845 

7.00 

Fire  Vehicles  to  be  calculated  per  hour  or  part  there  off  from  the  time 
the  vehicle  has  been  dispatch  until  the  service  is  reported  to  be 
completed 

Per  kilometer  (Traveled  to  and  from  the  incident  per 

5 

R5 

7.00 

utility  vehicle)  (AA  tarifs) 

9 

Firebreaks  - where  businesses  and  community  needs  Fire  Breaks 

1 

Plate  Rate 

442 

R473 

7.00 

2 

Where  the  services  of  a Fire  pump  is  needed-  Flat  Rate 

442 

R473 

7.00 

10 

SPECIAL  EVENTS 

When  a Fire  Vehicle  and  Crew  are  required  for  standby  purposes 

1 

CALL  OUT  FEE  PER  EVENT 

1054 

R 1 128 

7.00 

2 

FIRE  VEHICLE 

1054 

R 1 128 

7.00 

3 

PER  OFFICER 

141 

R 151 

7.00 

4 

PER  SENIOR  FIRE  FIGHTER 

113 

R 121 

7.00 

5 

PER  JUNIOR  FIRE  FIGHTER 

80 

R86 

7.00 

6 

First  hour  normal  call  out  fee,  fire  vehicle  and  personnel  fees  apply 
there  after  they  are  calculated  at  10%  per  hour 

11 

FIRE  SAFETY 

A 

Inspection  on  request(limited  to  two  inspections) 

1 

Certificate  of  Compliance  - Fire  Safety  Requirements 

211 

R226 

7.00 

2 

Residential 

156 

R 167 

7.00 

3 

Institutions 

156 

R 167 

7.00 

4 

Public  Assembly 

156 

R 167 

7.00 

5 

Commercial 

211 

R226 

7.00 

6 

Storaqe 

211 

R226 

7.00 

7 

Industry 

211 

R226 

7.00 

8 

Fire  Work  Display  / Storaqe 

211 

R226 

7.00 

9 

Per  kilometer  (Traveled  to  and  from  the  incident  per  utility  vehicle  (AA  Tarifs) 

5 

R5 

7.00 

10 

Inspection  on  request 

211 

R226 

7.00 

11 

50%  payable  on  re  issue  of  Certificate  of  compliance 

B 

Re-inspection  of  premises.  After  two  inspections  - per  re-inspection 

1 

Trade  Licenses/Certificate  of  Compliance 

2 

Residential 

211 

R226 

7.00 

3 

Institutions 

156 

R 167 

7.00 

4 

Public  Assembly 

156 

R 167 

7.00 

5 

Commercial 

211 

R226 

7.00 

6 

Storaqe 

211 

R226 

7.00 

7 

Industry 

211 

R226 

7.00 

8 

Fire  Work  Display  / Storaqe 

211 

R226 

7.00 

C 

Compiling  & Issuing  of : 

1 

Fire  Work  Display  / Storage 

211 

R226 

7.00 

2 

Compliance  Certificate 

211 

R226 

7.00 

3 

Occupancy  Certificate 

211 

R226 

7.00 

4 

Inspection  on  request 

211 

R226 

7.00 

5 

Special  event  Clearance  Certificate 

205 

R219 

7.00 

6 

Km  travelled  to  and  from  (AA  Tarifs) 

5 

R5 

7.00 

D 

Transport  permits-  Issuing  of  certificates 

In  respect  of  quantiries  in  El  -E5 

ITEM 

DESCRIPTION 

2016/2017 

2017/2018 

PERCENTAGE 

Tarrifs  for  Protection  Services-(  Fire)  for  2017/2018 

INCREASE  % 

In  respect  of  quantities 

1 

Up  to  including  2500  liters 

105 

R 112 

7.00 

2 

Up  to  including  5000  liters 

148 

R 158 

7.00 

3 

Up  to  including  25  000  liters 

228 

R244 

7.00 

4 

Up  to  including  50  000  liters 

314 

R336 

7.00 

5 

Exceeding  50  000  liters 

345 

R369 

7.00 

6 

Per  kilometer  (Traveled  to  and  from  the  incident  per  utility  vehicle  (AA  Tariffs) 

5 

R5 

7.00 

7 

Inspection  on  reguest 

211 

R226 

7.00 

8 

50%  payable  on  re  issue  of  transport  permits 

E 

Certificate  of  Registration  Fiammabie  iiquids/Gas 

Ciass:0, 1 ,11,111  - Issuing  of  certificates  of  registration 

1 

Up  to  including  2500  liters 

125 

R 134 

7.00 

2 

Up  to  including  5000  liters 

249 

R266 

7.00 

3 

Up  to  including  25  000  liters 

1254 

R 1 342 

7.00 

4 

Up  to  including  50  000  liters 

2511 

R 2 687 

7.00 

5 

up  to  including  100  000  liters 

2819 

R3016 

7.00 

6 

Bulk  Depots  exceeding  1 00  000 

3167 

R3  389 

7.00 

7 

Per  Spray  Booth 

125 

R 134 

7.00 

8 

Per  Flammable  liquid  Store 

125 

R 134 

7.00 

9 

Per  Spray  Booth 

125 

R 134 

7.00 

10 

Per  Flammable  liquid  / PaintStore 

125 

R 134 

7.00 

11 

Per  kilometer  (Traveled  to  and  from  the  incident  per  utility  vehicle  (AA  Tariffs) 

5 

R5 

7.00 

12 

Inspection  on  request 

211 

R226 

7.00 

13 

50%  payable  on  re  issue  of  Certificate  of  registration 

F 

FIRE  RISK  ASSESSMENTS 

1 

Fire  Risk  Assessment  (PER  HOUR) 

546 

R584 

7.00 

2 

Fire  Risk  Assessment  insurance  (Per  Hour) 

546 

R584 

7.00 

3 

Fire  Risk  and  insurance  (PER  DAY) 

4527 

R 4 844 

7.00 

G 

COMPILING  /PRINT  REPORT 

1 

Emergency  Preparedeness  (evacuations) 

389 

R416 

7.00 

2 

Fire  Risk  Assessment 

612 

R655 

7.00 

3 

Fire  Risk  insurance  report 

612 

R655 

7.00 

H 

FIRE  REPORT  PUBLIC  & INSURANCE 

1 

Fire  Investigation  cause  and  origin  determination  full  report  per  hour 

389 

R416 

7.00 

2 

PRELIMANARY  FIRE  REPORT 

98 

R 105 

7.00 

3 

Compiling  /print  report  full  Fire  investigation 

612 

R655 

7.00 

1 

TRAINING 

1 

Administration  fee  per  person  per  cource 

250 

R268 

7.00 

ED  Protection:E.Lensley 


